INDIANA BUSINESS ENTITY REPORT 


Indiana Secretary of State 

10/27/201511:27:50 AM 

Filer Name 

Filer Title 


CLIFFORD W. MCKEOWN 

VICE PRESIDENT 


Years Filed 



2015 




Entity name and current principal office address 

REAL ALTERNATIVES, INC. 

7810 ALLENTOWN BLVD 
STE 304 

HARRISBURG, PA 17112 


Entity Creation Date Domicile State 

10/6/2014 PENNSYLVANIA 


Entity Type 

NON-PROFIT FOREIGN CORPORATION 


Current registered agent and registered address 

MIKE FICHTER 

9465 COUNSELORS ROW 

STE 304 

INDIANAPOLIS, IN 46240 


Current principal(s) and address(es) 

PRESIDENT 

KEVIN I BAGATTA 
7810 ALLENTOWN BLVD 
STE 304 

HARRISBURG, PA 17112 
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